— 25X1A2g. 
“OUR ORC 70001-4 

$F HZICR fue 
. FIRST SPRACHE | 


AITBER EMT FILED yo SPREE te~Qg 7 


. 


.. Approved For Re 


His REPORT RAS: 


Approved For Release 1999/09/10 : CIA-RDP83-00423R000900070001-4 


